MA DEGREE 


SHOWS 2007 


PLINTH 


REQUEST 


FORM 


NAME 

Lubna-Yasmin 
Paracha 


COURSE 

MADA Online 
Year 2 


SIZE 

36"hx 18"x 18 







PLEASE NOTE ALL PLINTHS MADE WILL BE TO THE FOLLOWING SIZES 
ONLY: 



1) 


36" 


h X 12" 


X 12". 


2) 


36" 


h X 18" 


X 18". 


3) 


48" 


h X 12" 


X 12". 


4) 


48" 


h X 18" 


X 18". 



Anyone requesting individual sizes will have to make their own arrangements. 

ALL FORMS SHOULD BE RETURNED TO YOUR COURSE LEADER OR 
TO PAUL ATKINS . PRINTMAKING RESOURCE MANAGER NO LATER 
THAN THE 11* JUNE 2007. 



LEFT AND RIGHT SIDE OF THE PLINTH 




BACK SIDE 

(The door will have only one cable output hole near 
base and 3 ventilation holes) 




18" 



FRONT SIDE 

(will face the projection wall and only has one projector lens hole & 2 ventilation holes) 



2" 




5" 



Diameter of the lens hole = 5" 





2 SHELVES ( inside)& 1 TOP 



Incision 



4" 



1.5t 



11 



18' 



Width of Shelves= 18" 
Length =18" 
Height = 1" 

Incision 1.5"x4" 

(This is where the cables will run 
through towards the cable output 
hole and exit the back door leading 
to the switch board.) 



18" 



1" 



INSIDE THE PLINTH 



Projector 




MONITOR 

Measurements depend on the size of the 
monitor provided by the college 



CPU 

Measurements depend on the cpu provided 

by the college 



36" 



